PREFACE

The Title List of Documents Made Publicly Available is a
monthly publication. It contains descriptions of the in-
formation received and generated by the U.S. Nuclear
Regulatory Commission (NRC). This information
includes (1) docketed material associated with civilian
nuclear power plants and other uses of radioactive ma-
terials and (2) nondocketed material received and gen-
erated by NRC pertinent to its role as a regulatory
agency. As used here, docketed does not refer to Court
dockets; it refers to the system by which NRC maintains
its regulatory records. This series of documents is in-
dexed by a Personal Author Index, a Corporate Source
Index, and a Report Number Index.

The docketed information contained in the Title List in-

cludes the information formerly issued through the De-
partment of Energy publication Power Reactor Docket
Information, last published in January 1979. Microfiche
of the docketed information listed in the Title List is
available for sale on a subscription basis from the Na-
tional Technical Information Service (NTIS). See
NOTES at the end of the Preface for the complete NTIS
address.

We encourage your comments, criticisms, and sugges-
tions. In particular, if there are title descriptions that are
not meaningful, please let us know so that we can cor-
rect the data base. Insofar as possible, we would like this
document to be a valuable part of your reference
material.

DOCKETED ITEMS

The listings within Docket 50 are divided into the cate-
gories used for filing and searching in the NRC Public
Document Room. Those categories are

A.    Application/construction  stage documents  and
correspondence

B.     Utility   Preliminary   Safety   Analysis   Reports
(PSAR), amendments

C.    Utility  Environmental  Reports  (ER),  amend-
ments, and correspondence

D.    NRC Draft and Final Environmental (Impact)
Statements (DES and FES), supplements and cor-
respondence

E.     NRC Safety Evaluation Reports (SER), supple-
ments and correspondence

F.     Security, medical, emergency, and fire-protection
plans

G.    Legal and adjudicator^ correspondence
H.    General correspondence

I.     Financial information

J.     Insurance and indemnity information

K.    Utility Final Safety Analysis Reports (FSAR) and
amendments

L. Limited work authorizations (LWA) and related
correspondence

ML   Antitrust reviews and antitrust correspondence

N. Antitrust hearing transcripts, testimony, and brief-
ings

O. Advisory Committee on Reactor Safeguards
(ACRS) reports and correspondence

P. Operating license stage documents and correspon-
dence

Q. Inspection reports, IE Bulletins, Circulars and In-
formation Notices, civil penalties, and related cor-
respondence

R. Periodic operating reports and related correspon-
dence

S. Reportable occurrences, PNOs, PNSs, and related
correspondence

T. Transcripts, testimony, and briefings on non-
antitrust matters

U.   Congressional/executive correspondence

V.   Licensing of operators and related correspondence

W. Decommissioning stage documents and correspon-
dence

X.    Onsite storage of low-level waste

Y.    Independent spent fuel storage installations
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